INTERIOR  OF  ST.  PETER'S  CATHOLIC  CHURCH. 
Showing  the  sculpture  of  the  Carrara  marble 
altar  and  the  suspended   neo-Gothic  ceiling. 


Color  Photo  by  Walter  H.  Miller 


67936 


